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I. Financial Information

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power
Agency 1 ,NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda
River Electric Cooperative, Inc.Form 10-K also encl.

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59247:129-59247:347.

-9109260208 "NC Municipal Power Agency 1 Annual Rapt, 1990."

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179-
59247:211.

-9109270020 "NC Electric Membership Corp 1990 Annual Rept"

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239.

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept."
BAUER.J.A.   Piedmont  Municipal   Power  Agency.   90/12/31.   106pp.   59247:240-
59247:347.

P. Operating license stage documents & correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants." Forwards documents listed in app

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.

-8909180015 Discusses Tech Spec requirements for dedicated standby shutdown sys
(SSS) used to meet App R requirements.Tech Specs not required for SSS.NUREG-
0452 guidance used.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/09/08.
LAINAS.G.L Assistant Director for Region II Reactors. 2pp. 59135:179-59135:180.

9109160082 Ack receipt of 910723 Itr which submitted add! info & justification for

6pp. 59098:069-59098:074.

9109050184 Notification of contract execution,mod 3 to task order 1, "Review of
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/
Safety Analyses." Contractodntl Technical Svcsjnc.

DUBOSE.B.J. Contract Administration Branch (890205-900602). FIN L-1318. 91/08/
26. SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post
870411). GILL.A. NRC - No Detailed Affiliation Given. 1p. 58993:123-58993:125.

-9109050191 Ltr Contract NRC-03-90-027,mod 3,extend ing expiration date to 911231
to, "Review of RETRAN Computer Codes & Confirmatory Licensing Calculations As-
sociated W/Safety Analyses."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/08/22.
KOMORIYA.H. International Technical Services, Inc. 2pp. 58993:124-58993:125.

9109030200 Notification of 910903 meeting w/util in Rockville.MD to discuss plant
reload submitta! & associated DCP topical repts currently under Staff review.
REED.T.A.    Project    Directorate    II-3.    91/08/28.     MURLEY.T.,    MIRAGLIA.F.,
RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 58951:037-58951:040.

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC-
NE-3000,  "Thermal-Hydraulic Transient Analysis  Methodology"  &  DPC-NE-2004,
"Core Thermal-Hydraulic Methodology Using VIPRE-01." Encl withheld.
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 4pp. 59031:133-59031:136.

9109110045  Forwards  Rev  29 to   "ODCM.Oconee  Nuclear Station,"   Rev 30 to
"ODCM.Catawba Nuclear Station" & Rev 31 to "ODCM.McGuire Nuclear Station."
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 2pp. 59089:001-59089:049.

-9109110053 Rev 31 to "ODCM.McGuire Nuclear Station."

BIRCH.M.L, MCCONNELL.T.L, STEWART.J.M. Duke Power Co. 91/01/01. 15pp.
59089:035-59089:049.

9109110088 Forwards proprietary Topical Rept DPC-NE-3002, "FSAR Chapter 15 Sys
Transient Analysis Methodology." Rept describes initial & boundary conditions & input
assumptions re control & protective sys functions. Rept withheld .
TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document
Control Desk). 2pp. 59099:112-59099:113.

9109100264 Forwards Request for Relief 91-02 from hydrostatic testing requirements of
ASME Code for portions of planned mods to main steam sys.
TUCKMAN.M.S. Duke Power Co. 91/09/04. Document Control Branch (Document
Control Desk). 8pp. 59083:029-59083:036.

9109190173 Determines that proprietary info re main steam line breaks inside ice con-
denser containment be withheld from public disclosure per 10CFR2.790(b)(5).
MARTIN.R., REED.T. Project Directorate II-3. 91/09/12. TUCKMAN.M.S. Duke Power
Co. 6pp. 59139:085-59139:090.

9109190247 Informs that proprietary info will be withheld from public disclosure per
10CFR2.790 re 900129 Itr indicating that attachments contained proprietary info.
MARTIN.R. Project Directorate II-3, 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp.
59146:056-59146:061.

9109190292 Requests withdrawal of proposed tech spec changes for instrumentation
surveillances.

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document
Control Desk). 2pp. 59165:306-59165:307.

9109200352 Advises of tech spec changes in response to generic Itr 88-17, "Loss of
DHR."

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document
Control Desk). 2pp. 59175:314-59175:315.

9109230020 Forwards safety evaluation granting util 910408 request for relief from test-
ing requirements of 10CFR50.55a(a)(3)(i), (a)(3)(ii) & (g)(6)(i).

MATTHEWS.D.B. Project Directorate II-3. 91/09/12. TUCKMAN.M.S. Duke Power Co.
3pp. 59191:247-59191:256.

-9109230023 Safety evaluation granting relief per 10 CFR 50.55(a)(3)(i), (a)(3)(ii) &
(9)(6)(i) from testing determined impractical to perform & where compliance would
result in hardship w/o compensating increase in safety.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 7pp.
59191:250-59191:256.

9109190276 Forwards environ assessment & finding of no significant impact re 910418
request for exemption from 10CFR50.46 to enable use of demonstration fuel assem-
blies during Cycles 8, 9 & 10.

REED.T.A. Project Directorate II-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 3pp.
59167:191-59167:198.

-9109190278 Environ assessment & finding of no significant impact re 910418 request
for exemption from 10CFR50.46 to enable use of demonstration fuel assemblies
during Cycles 8,9 & 10.
MATTHEWS.D.B. Project Directorate II-3. 91/09/16. 5pp. 59167:194-59167:198.

9109200316 Suppl to application for amend to License NPF-7,revising TS 6.9.1.9. "Core
Operating Limits Rept."

TUCKMAN.M.S. Duke Power Co. 91/09/16. Document Control Branch (Document
Control Desk). 3pp. 59176:001-59176:006.

-9109200318 Proposed tech spec 6.9.1.9, "Core Operating Limits Rept."

*  Duke Power Co. 91/09/16. 3pp. 59176:004-59176:006.

9109250279 Notification of 911005 meeting w/util in Rockvilie.MD to discuss overall
status of DPC activities at plants.Agenda also encl.

MARTIN.R. Project Directorate II-3. 91/09/18. MATTHEWS.D.B. Project Directorate II-
3. 7pp. 59207:001-59207:007.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160130 Ack receipt of 910815 Itr in response to 910716 NOV re insp repts 50-3697
91-13 & 50-370/91-13.Responses found to meet requirements of 10CFR2.201.
HERDT,A.R. Region 2 (Post 820201). 91/08/28. TUCKMAN.M.S. Duke Power Co.
3pp. 59098:186-59098:188.

9109240042 Forwards insp rept 50-369/91-19 & 50-370/91-19 on 910713- 0817 &
notice of violations.

MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03. TUCKMAN.M.S. Duke Power
Co. 4pp. 59182:189-59182:205.

-9109240050 Notice of violation from insp on 910713-0817.Violation noted:fuel move-
ment occurred in unit I storage pool & on 910716,crane operations occurred involving
moving loads over storage pool w/inoperable fuel handling ventilation sys.
MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03.1p. 59182:193-59182:193.

-9109240059 Insp repts 50-369/91-19 & 50-370/91-19 on 910713-0817. Violations
noted.Major areas inspected:plant operations safety verification,engineered safety sys
walkdown, surveillance testing & maint activities.

VANDOORN.P.K.. COOPER.T.A.. BELISLE.G.A. Region 2 (Post 820201). 91/08/29.
12pp. 59182:194-59182:205.

9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal
stresses in piping connected to RCS.

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 2pp. 59145:355-59145:356.

9109190274 Responds to NRC Itr re violations noted in insp repts 50-369/91-18 & 50-
370/91 -18.Corrective actions:increased in-house surveillance & better response to
legibility of data.

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 4pp. 59167:140-59167:142.

9109200312 Responds to NRC Itr re exercise weakness noted in insp repts 50-369/91-
15 & 50-370/91-15 on 910617-21.Corrective actions: crisis mgt implementing proce-
dure CMIP-13 revised & weaknesses discussed w/parties involved.
TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 2pp. 59175:336-59175:337.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109260170 Informs that licensee 880909 & 1228 responses to Bulletin 88-008 consist-
ent w/mod or monitoring alternatives stated in bulletin & acceptable.
REED.T.A. Project Directorate II-3. 91/09/17. MARTIN.R.E. Duke Power Co. 8pp.
59221:072-59221:079.

R. Periodic operating reports & related correspondence

9109110039 "Radioactive Effluent Release Rept," for first half of 1991, including solid
waste disposal rept,unplanned offsite releases & inoperable monitoring equipment.W/
910829 Itr.
TUCKMAN.M.S. Duke Power Co. 91/06/30. 39pp. 59086:279-59086:317.mental listing.W/ 910830 Itr.
